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Allen-Bradley SLC-100 Internet over cisco V.35MT Tektronix 7912AD isa 
PLC Trainer & Programmer live voice phone lines! DTE cable superb lab power supply 
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Marconi BUPS phone 0.316 inch ndt Z-blocker telephone triple ceiling 
building entrance protect eddy current probe DSL & LongRun filter fan light kit 


e click hereto EXIT 
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dial mask assembly 
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Suspa 12 inch 
20 pound gas spring 
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23/ 64 inch ndt 
eddy current probe 


Circa 2612 QC/ QC 
Building Entrance Terminal 


40 foot premium grade 
antenna/ lab coax cable 


precision humidity 
and temperature sensor 


tektronix 7912AD 
9 pc circuit board set 


3-way NC low press 
air-vac valve 


Guru’s Lair Bargain Gallery Tour "C" 


click on IMAGE to magnify ¢ click on TEXT for price &info ¢ arrowsor scroll for MORE e click hereto EXIT 


Abrams electromechanical mil life raft Marsh vac-0-200 psi Type "T" thermocouple 
event counter repair clamp kit compound gauge extension cable 
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GTE type #50 Naval salinity and 29/ 64 inch ndt BNC to SMB 
miniature pilot lights conductivity probe eddy current probe test probe cable 
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KYAG nuclear attack IEEE 1284C universal classic red "hotline" 
circular slide rules PCMCIA IDE interface PTT telephone handset 


15/ 32 inch NDT 
eddy current probe 


ML659 VHF & Loran synchro coupled superb 0.5-8 psi Rare Mot 6802 
balloon radiosonde pendulum accellerometer pressure switch microprocessor trainer 
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20 foot premium grade Type T industrial HP 5086-7024 YIG unusual Tek CRT scan 
antenna/ lab coax cable pipe thermocouple oscillator 2.7-4.2 Ghz converting vacuum tube 
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stadia computer ABC-M5A2 nuclear fallout MSA combustible clean 486 
circular slide rule area predictor overlay gas sniffer head motherboard pulls 
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